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Source: Ogonek ifo. 50, Dec- 50 

;• . d ©^ailed description is given of the different 

machines, in use on the great cone true tie* projects of ’ 
the R. VOLGA, and in TURKMENIA, such ss bulldozers* 

n^2 d NTlnni?T a i or Si\ tp $ ncb r di ffff crt * scrapers (CHELYABINSK 
^J Kop 0L Works) , draglines, exc orators (KR/.M4.TOR8X 
o rka ) ; mention is made of the seven- ton *Y 4 0 " motor 
vehicle used for town transport and of powerful 25- ton 
J self “tipping loaders, due to be produced* 
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Super-powerful floating electric drodgers are to be 
into operation. three op four XHoirntres from .the site 


1 - 



r- ' of the future dam. 

) 

A description is given of less powerful dredgers to 

1 be employed in the construction of canals* 

i 

■ The worlds most efficient automatic concrete making 
plants will produce concrete at the rate of hundreds of 
cu.m, per hour* An account is given of the complicated 
controls of these plants each of which will be run by 
only 8 employees* 

In Middle -sia, where machine components arc expected to 
deteriorate rapidly owing to flying dust and sand, it 
will be necessary constantly to renew them by soldering 
a fresh surface of highly resistant metal, proposed by 
Acad. V.P. NIKITIN. 

A new Soviet invention, proposed by the Institute of 
Hydraulic Engineering and Melioration will be used to 
prevent water seeping through the sandy beds of the danalp; 

, it consists of the deposition of a clay mixture. 

A special experimental d.c* station is due to be put 
into service early In 1951 in order to help In the decision 
on whether an a.c* or a d.c* current it to be used for the 

1 long-distance 400,000 volt lines* . A p*8* 
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